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Tueaday - 29 March 1966 
25X11 


— aw pet with dx 
L4. Col. Francis Dillon, consultant to the House Space Committee, | 
eoncerning machine translation ef documents.[_ willl 25X11 
compile certais data and materials and will endeavor = assist the ee 
Shodld[ 


Committees staff in review of their final report. 
| leave the country before the final report is ready for review, Mr. 
25x11 ORR, was suggetted as an alternative. 


JOHN 5S. WARNER 
Legislative Counsel 
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